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Message Text 

UNCLASSIFIED 

PAGE 01 CURACA 00842 162123Z 
ACTION OES-07 

INFO OCT-01 ARA-14 EUR- 12 ISO-OO CIAE-00 INR-07 

NSAE-00 EB-08 AID-05 INT-05 OMB-01 TRSE-00 DODE-OO 
HEW-06 /066W 

013438 162129Z/63 

PR 161805Z NOV 77 
FM AMCONSUL CURACAO 
TO SECSTATE WASHDC PRIORITY 3609 
INFO AMEMBASSY CARACAS 
AMEMBASSY THE HAGUE 

UNCLAS CURACAO 0842 

E.O. 11652: N/A 

TAGS: EAID, SWEL, MILI, NA 

SUBJECT: 1 977 CURACAO WATER CRISIS 

REF: (A) CURACAO 0837 (B) PIERCE/VESSEY TELCON 1 1/16/77 
(C) PAULSON/VESSEY TELCON 1 1/16/77 

1 . THIS MESSAGE CONFIRMS TELEPHONE CONVERSATIONS OF 1 1/16 
BETWEEN VESSEY AND PIERCE, ARA/CAR, AND VESSEY AND PAULSON. 

AID TRANSPORTATION. 

2. GONA HAS REQUESTED CONSULATE GENERAL TO ARRANGE CHARTER 
OF MSC VESSEL SEALIFT ARCTIC TO TRANSPORT POTABLE WATER FROM 
MARACAIBO TO CURACAO IN EFFORT TO REBUILD CURACAO S DEPLETED 
WATER RESERVES. CHARTER WOULD BE OF APPROXIMATELY TEN DAYS 
DURATION. WITHIN THIS TIME FRAME GONA CALCULATES SEALIFT 
ARCTIC WOULD COMPLETE THREE TO FOUR TRIPS BETWEEN MARACAIBO 
AND CURACAO WITH 18,000 DEAD WEIGHT TONS OF WATER DELIVERED 
PER TRIP. GONA AWARE OF POSSIBLE CHARGES FOR SEALIFT ARCTIC 
TRANSIT TIME FROM ICELAND, CURRENT POSITION, TO CURACAO. 

3. ABOVE GONA DECISION BASED ON ESTIMATE THAT NECESSARY 
REPAIRS TO WATERPLANT WILL TAKE APPROXIMATELY TWO MONTHS. 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 CURACA 00842 162123Z 


4. POST REQUESTS FOLLOWING FROM DEPARTMENT: 

(A) CONFIRM THAT, IN ABSENCE DISASTER DECLARATION BY 
PRINCIPAL OFFICER HERE, A PROCEDURE DOES EXIST BY 
WHICH GONA MAY CHARTER MSC VESSEL. 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 

(B) CONFIRM SF.AT.TFT ARCTIC OR OTHER VESSEL FOR CHARTER 
HAS CAPACITY OF 18,000 DEAD WEIGHT TONS OF WATER. 

(C) PROVIDE CHARTER PRICE FOR VESSEL TO INCLUDE DAILY 
RATE AND ANY CHARGES FOR TRANSIT TIME. 

(D) PROVIDE EXACT WORDING OF CHARTER/TRUST FUND AGREE- 
MENT. 

(E) PROVIDE STATEMENT PRECISE STEPS TO BE TAKEN TO 
EFFECT AGREEMENT AND AUTHORIZATION BY CABLE TO DO SO. 

PENBERTHY 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: WATER SUPPLY SYSTEM, RELIEF (ASSISTANCE) 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 16-Nov-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977CURACA00842 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770424-1202 
Format: TEL 
From: CURACAO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 977/newtext/tl 9771 1 54/aaaabtpv. tel 

Line Count: 74 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 016f3819-c288-dd11-92da-001cc4696bcc 

Office: ACTION OES 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 CURACAO 837 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 09-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 572840 
Secure: OPEN 
Status: NATIVE 

Subject: 1977 CURACAO WATER CRISIS 
TAGS: EAID, SWEL, MILL NA, US 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/01 6f381 9-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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